From: Website Contact Form Submission [no-reply@rhcloud.com] 

Sent: 712312017 3:55:54 PM 

To: contactgov [/o=ExchangeLabs/ou=Exchange Administrative Group 

(FYDIBOHF23SPDLT)/cn=Recipients/cn=7ce8741105614afe8a8cc762547a4b2c-contactgov] 
Subject: Form submission from: Contact Governor Cooper 


Submitted on Sunday, July 23, 2017 - 3:55 pm 
Submitted by anonymous user: 127.9.253.129 
Submitted values are: 

First Name: Armstrong 
Last Name: Pillow 
City: Rougemont 
State: North Carolina 
Email: hart.pi 11ow®gmai1.com 
Phone Number: 3363643004 
Message: 

Dear Governor, 

I ask you to firmly reject the Atlantic Coast Pipeline. We do not want 
to 

disrupt our waters, our communities, for another pipeline that will probably 
not benefit our citizens in any significant way. 

Stand up strong against the AC Pipeline. 


The results of this submission may be viewed at: 
https://governor.nc.gov/node/ll/submission/16853 



